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country East Germany 

SUBJECT Werk fuer Fernmeldewesen HF (OSf) 

Tube Production 25X1' ’ 
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THt SOUHCi {VALUATIONS IN THIS RfPORT AH DtflNITIVt. 
THt AffiAISAL Of CONUNT 1$ TtNTATtVt. 

(fon m sic civrisi) 


SOURCE: 


l. 


pi ths grid winding shop, the tungsten wire ia now being electroplated with 
•^*5 joatlng of gold to ^prevent psttiolea of sprayed paste from soiling 
off the cathodes onto the grid wires, thereby causing the grid to burn 
through. Grids of tube type ft 83 are wound with the plated wire. Exper- 
, lasnts with plated wire are also being made on other tube types. 

2. The oonstruotion bureau of ths plant is working on the oonstruotion of 
Stolook tubes. Tubes of this type hare been obtained in the West to be 
copied in the works, but have not yet reaohed the stage of experimental 
production. 


25X1 



3* The quality of the output of the IF 80-83 tube has not yet improved, and the 
waste oontlnues to run about $0 peroent. 
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